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1, INTRODUCTION 

The tropical country with hot and wet weather all along the year known as the Malaysia country. 
Most of the year in Malaysia weather average in 37°C. Nowadays, modern building will use air conditioning 
as solution to release the heats to outside. Then, the usage of air conditional will make electrical power 
consumption will increase. In addition, heavy usage of air conditioning is not good for the mother earth due 
to depleting of ozone layer. Recently, energy saving glass has been developed to overcome this problem. 
Energy saving glass could help to reduce the temperature inside the buildings by reflecting the infrared light 
that penetrates through the building [1-4]. 

The most basic energy saving glass 1s a glass that applied with a very thin tin oxide (SNO2) film on 
it. This SNO2 material is a semiconducting oxide that have higher band gap are suitable in the gas sensor due 
to the higher free electron in the oxygen vacant holes and thus increased the electrical conductivity of the thin 
film, solar cell, flat panel display and photo catalysis. However, the disadvantages of the energy saving glass 
is that reflect the important electromagnetic wave such as GSM mobile signal, GPS, and Bluetooth. In order 
to improve the electromagnetic signal inside the building, FSS had been added into the energy saving glass. 
This FSS structure will helps to enhance the electromagnetic wave inside the building. Different FSS 
structure will give different transmission at various frequency. The optimized FSS structure will give the 
better transmission in the particular frequency. [5-7]. 

The use of a very thin metallic coating in modem window design is an extremely effective way to 
save energy. Acting as a filter, the shielding blocks the electromagnetic radiation in the infrared region and is 
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completely transparent to the visible part of the spectrum, thus rejecting the heat outside of a building during 
summer and keeping the heat inside during winter. These special windows are called low-emissivity 
(or energy saving) windows since the metallic oxide layer utilized reflects a significant portion of long and 
short infrared wave energy. From a communication point of view, there is a subsequent problem with the use 
of such technology, the electromagnetic radiation in the microwave region is blocked and the blocking gets 
more intense as frequency increases. This means that wireless communication 1s severely restricted into and 
out from buildings. Hence, for GSM and Wireless Local Area Networks (LANs) use inside buildings, 
transparency is needed. A solution to this problem is to create an FSS in the metallic coating of the low- 
emissivity glass [8]. 

FSS is a structure that allow the certain frequencies to passed through it while block other 
frequencies. The used of FSS in this project was to improve the microwave frequencies. In the past few 
years, many researches had tries to apply different structure on the energy saving glass. Band-pass FSS that 
act as filter with single, double and triple glass used to improve the transmission of RF/microwave 
frequencies [9-11].The energy saving glass available for four season country is double panels that argon gas 
was filled in the middle of it and currently none of the research was reported in Malaysia. This energy saving 
glass is specially designed for four season countries. While Malaysia is a tropical country that only need a 
single panel energy saving glass. For single glass panel energy glass is relatively cheaper than the double 
panel energy saving glass that filled with Argon gas. Figure 1 shows and illustration on how a FSS windows 
work.The presence coating of saves energy glass panel will block the infrared radiation into the buildings and 
ultimately the load on heating or cooling system is reduced. Unfortunately, this coating also affects the 
transmission of useful RF and microwave signals in 1-2 GHz band. This attenuation results in poor 
communication between inside and outside the building. In consequence, a new solution of technologies for 
modern building is proposed the FSS to overcome this problem. The presence of electromagnetic wave of 
frequency selective surface will vary the frequency change of FSS due to block signal from outside and 
inside the building [12]. 
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Figure 1. Illustration of how a frequency selective window works 


2. DEVELOPMENT OF DOUBLE SQUARE LOOP FREQUENCY SELECTICE SURFACE 

The elements shape of FSS that were proposed which is a double square loop. This design was 
proposed to improve the directivity of the directive antenna at operating frequency which 2.45GHz in this 
case and belong to band stop frequency respond with S11 higher than 10dB S21 less than 40dB. 
The projected square loop FSS is a periodic array of square loop layer and it have to improve the directivity 
of the electromagnetic wave as a result of the tapered structure. The TE and TM angular stable is obtained by 
tapering the width of a cylinder with a square cross-section from the upper opening to the lower opening. 
Impressive frequency stability and transmission characteristic have to achieve up to a certain range of 
degrees for both TE and TM incidence angles. The effect of important design parameters on the FSS 
characteristic has been examined using CST simulation software and will clarified in detail in the 
next section. 

The design the directive antenna using FSS has remarkable expected in solving problem faced by 
directive antenna using helical and EBG resonator [13-15]. After the background study regarding the FSS 
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element shape, the square loop of FSS provides a basic element for this project. The square loop design was 
chosen as a basic element since it has been verified less sensitivity to incident angle than the other shape 
elements. Since for useful application the FSS would enlightened by waves of different angular stability, 
therefore a respectable FSS should have good performances with respect to different situations. 

The polarization of the incident signal is also affect the FSS response. Therefore, the wave 
transmission of the FSS designing will exposed to the different polarization and incident signal. 
Dual-polarization that involved is included transverse electric (TE) and transverse magnetic (TM) 
polarizations. They are characteristically separately into the orthogonal TE and TM where TE 1s an electric 
field upright to plane of incidence while TM is magnetic field vertical to plane of incident. The dimension of 
centered connector FSS allows an additional design parameter enables enhanced control of TE and TM 
responses without the need for external dielectric matching layer. These properties give the absorb/transmit 
FSS a clear advantage over conventional FSS. In order to obtain a good fundamental centered connector 
design the initial comprehensive parametric studies were carried out experimentally using CST Microwave 
Studio Suite simulation software. The calculation is done to determine the size of the element shape to use in 
designing an FSS. It is depending on the frequency and the thickness of the substrate. The calculation of 
parameter 1s shows following as [16]: 

a) Calculation of Width, W: 
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b) Calculation of Effective Dielectric Constant 
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c) Calculation of Line Extension 


W 

(Zeff + 0.3)(— + 0.264) 

M2047) ———— 
W 

(éeff - 0.258) +0.8) 


AL = 0.76mm 
d) Calculation of Length, L 
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Where: 

C= velocity of light in free space 
60 = relative permittivity of constant 
gf = relative permittivity of substrate 
Lo = relative permeability of constant 
h= thickness of substrate 
fo= frequency at free space 


tan 6 = _ loss tangent 


e) Calculation of Size FSS 
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Where: A = wavelength 

c = (3 x10°) Speed of light 

f= frequency, Hz 

The square loop FSS design was created by reasoning the height of planar square loop unit cell. 

This change of the loop in to square element of a define length. The modification to this length changes the 
frequency response characteristic of FSS, allowing a better angular response to be accomplished, in order to 
improve the directivity of the directive antenna; the structure 1s modified by tapering the square loop element 
of the superstrate. By creating a 2D structure, it proposed that FSS will provide better transmission for a 
narrow range of bandwidth. The Table 1 is the transmittance from the cut-double square loop elements to 
improve that the return loss is less 10dB at 2.45 GHz. As shown Figure 2 the fss double square loop design. 


Table 1. The List of Parameters of FSS Design 


Parameter Symbol 
Gap G 
Height of Substrate H 


Length of Inner Loop Ly 
Length of Inner Loop Ly 








Figure 2. The fss double square loop design 


3. RESULT AND DISCUSSION 

With the previous section, the theory of FSS, development and the fabrication process of the FSS on 
glass substrates were discussed in detail. Here, all the results of the FSS on glass substrate were obtained 
from the simulation and measurement process that being done throughout this project were being recorded, 
analyzed and discuss. Configuration of this section is divided into two parts which are simulation result and 
measurement result. From the simulation, Sll and S21 were discussing as both parameters indicate 
frequency drop and magnitude respectively. 
The outlines of this chapter consist of: 
a. S11 and S21 simulation results of Circular Ring and Square Loop design 
b. SII and S21 measurement results of Circular Ring and Square Loop design 
c. S11 and $21 comparison results of Circular Ring for type FR-4 and Glass Pyrex 
d. S11 and $21 comparison results of Square Ring for type FR-4 and Glass Pyrex. 


3.1. Circular Ring Design For Fr-4 

As shown in Figure 3 is the design of Circular Ring with its parameter and Figure 4 shows the 
simulation results of S11 and S21. As shown in Figure 4, the Circular Ring FSS designed in this section is a 
band pass filter with the initial height of copper which is 0.035 mm and the operating frequency at 2.45 GHz. 
The surface of the structure transmits signals at frequencies lower or higher than 2.45 GHz, which 1s act as 
band stop respond but reflects the signal at 2.49 GHz with -10 dB. In this case, the frequency responses at -10 
dB are between 2.34 GHz and 2.65 GHz, therefore the bandwidth is 12.34% approximately. Parameters for 
circular ring FSS design as shown in Table 2. 


Table 2. Parameters for Circular Ring FSS Design 


Parameters Description Dimension(mm) 
W Unit cell size 40 
O_ring Outer square length 52 
I_ring Inner square length 28 
z2 Thickness FSS 0.035 
S Spacing between square shape 4 
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Figure 3. Unit cell parameter were changed for simulation 
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Figure 4. S11 and $21 simulation result 
3.2. Circular Ring Design For Glass Pyrex 
As shown in Figure 5 is the design of Circular Ring with substrate glass pyrex with its parameter 


and Figure 6 shows the simulation results of S11 and $21. Parameters for circular ring FSS design as shown 
in Table 3. 


Table 3. Parameters for Circular Ring FSS Design 


Parameters Description Dimension(mm) 
W Unit cell size 40 
O_ring Outer square length a2 
I_ring Inner square length 28 
z2 Thickness FSS 0.035 
S Spacing between square shape 4 





Figure 5. Unit cell parameter were changed for simulation 
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Figure 6. S11 and $21 simulation result 


As shown in Figure 6, the Circular Ring FSS substrate Glass Pyrex designed in this section is a band 
pass filter with the initial height of copper which is 0.035 mm and the operating frequency at 2.45 GHz. 
The surface of the structure transmits signals at frequencies lower or higher than 2.45 GHz, which 1s act as 
band stop respond but reflects the signal at 2.39 GHz with -10 dB. In this case, the frequency responses at -10 
dB are between 2.61 GHz and 2.54 GHz, therefore the bandwidth is 11.72% approximately. 


3.3. Comparison Circle Fr-4 And Glass Pyrex 

The simulation has been run under frequency from 1 GHz to 5 GHz. It can be concluded from 
Figure 7 that the simulation result of return loss S11 and transmission S21 response of this two-different type. 
For S11 Circle FR-4 it drops at 2.49 GHz at -39.37 dB while Circle Glass Pyrex drop at 2.39 at -40.43 dB. 
The bandwidth for FR-4 is 12.34% and Glass Pyrex is 11.72%. 


—— CIRCLE $11 FR4 
—— CIRCLE $11 GLASS PYREX 
—— CIRCLE $21 FR4 
—— CIRCLE $21 GLASS PYREX 





Frequency / GHz 


Figure 7. Comparison S11 and S21 simulation result for FR-4 and Glass Pyrex 


3.3. Square Loop Design For Fr-4 

As shown in Figure 8 is the design of Square Ring with substrate FR-4 with its parameter and 
Figure 9 shows the simulation results of $21 and S11. As shown in Figure 9, the Square Ring FSS designed 
in this section is a band pass filter with the initial height of copper which is 0.035 mm and the operating 
frequency at 2.45 GHz. The surface of the structure transmits signals at frequencies lower or higher than 2.45 
GHz, which is act as band stop respond but reflects the signal at 2.47 GHz with -10 dB. In this case, 
the frequency responses at -10 dB are between 2.15 GHz and 2.79 GHz, therefore the bandwidth is 25% 
approximately. Parameters for circular ring FSS design as shown in Table 4. 


Table 4. Parameters for Circular Ring FSS Design 


Parameters Description Dimension(mm) 


W Unit cell size 40 
O_ring Outer square length 30 
I_ring Inner square length 26 

z2 Thickness FSS 0.035 

S Spacing between square shape 4 
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Figure 8. Unit cell parameter were changed for Figure 9. S11 and S21 simulation result 
simulation 


3.4. Square Loop Design For Glass Pyrex 

As shown in Figure 10 is the design of Square Ring with substrate Glass Pyrex with its parameter 
and Figure 11 shows the simulation results of S21 and S11. As shown in Figure 11, the Square Ring FSS 
designed in this section is a band pass filter with the initial height of copper which is 0.035 mm and the 
operating frequency at 2.45 GHz. The surface of the structure transmits signals at frequencies lower or higher 
than 2.45 GHz, which is act as band stop respond but reflects the signal at 2.40 GHz with -10 dB. In this 
case, the frequency responses at -10 dB are between 2.06 GHz and 2.73 GHz, therefore the bandwidth is 27% 
approximately. Parameters for circular ring FSS design as shown in Table 5. 


Table 5. Parameters for Circular Ring FSS Design 


Parameters Description Dimension(mm) 
W Unit cell size AO 
O_ring Outer square length 30 
I_ring Inner square length 26 
Z2 Thickness FSS 0.035 
S Spacing between square shape 4 
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Figure 10. Unit cell parameter were Figure 11. S11 and S21 simulation result 
changed for simulation 


3.5. Comparison Square Fr-4 And Glass 

The simulation has been run under frequency from 1 GHz to 4 GHz. It can be concluded from 
Figure 4. 10 that the simulation result of return loss S11 and transmission $21 response of this two different 
type. For S11 Square FR-4 it drop at 2.47 GHz at -56.31 dB while Square Glass Pyrex drop at 2.40 at -56.66 
dB. The bandwidth for FR-4 is 25% and Glass Pyrex is 27%. Comparison S11 and $21 simulation result for 
FR-4 and glass pyrex as shown in Figure 12. 
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Figure 12. Comparison S11 and $21 simulation result for FR-4 and glass pyrex 


4. CONCLUSION 

Frequency Selective Surfaces (FSS) are planar of periodic structures that behave like a filters to 
electromagnetic energy. FSS are usually formed by a periodic array of a radiating elements. Generally FSS is 
a 2D planar structure consisting of one or more metallic patterns, each of it backed by a dielectric substrate. 
These structures are usually arranged in a periodic fashion and their frequency response is entirely 
determined by the geometry of the structure in one period called a unit cell. Different elements shape of FSS 
offer different frequency response and they are divided into four categories which are high-pass, low-pass, 
band-pass and band-stop filters. 

In this project the elements that been chosen are the square and circle elements shape as its gives the 
best performance in frequency characteristic and has simple shape for the fabrication process. 
A comprehensive study on the previous methods in designing Frequency selective surfaces revealed that 
there are some disadvantages and problems with the current FSS. Nevertheless, FSS on the energy saving 
glass substrate has shown a superior performance then the current FSS. With this kind of background, 
the design of the new frequency selective surface was started with the goal in producing a new FSS on the 
glass substrate and to evaluate the frequency selective surfaces design measurements with the simulation and 
with the fabrication result. 

The technical knowledge is included the knowledge of how to use the suitable software to design the 
FSS and the software are the CST software. Aside from that the mathematical knowledge are also important 
as 1t play the most role in the design, as to obtain all the parameters for the circle and square shape such as 
how much the diameters that can be used to obtain the frequency 2.45GHz. From this projects it's 
demonstrated the linear relations between the diameters or length of the square with the frequency shifting. 
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